" If you saw him again, would you recognise him for certain?"
"I'm sure I should."
"Well, we'll see about all that,"
Quinette stood up,
" I am at your disposal, gentlemen, Though, at the same time, I hope you won't want me,"
The inspector accompanied him out into the corridor,
"Tktwilldependonhowtheinquirygoes, Ifweobtaia any results in quite a different direction, there is no reason why we should bother about your man, But if that is the only due we have, we shall certainly have to lay our hands on him, And then we shall have to call upon you again, Many thanks, in any case,"